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1 July 1949 

About three hundred troops, sane wearing tank insignia, were 
quartered in the Alts Kaserne of BURG (M 5S/y 81) on 1 July 
1949, * 
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o„ About 15 two-axle armored reconnaissance cars arrived in the 
kaserne on 22 June 1 049 * 

4. A tank unit of about five hundred men left the Alte Kaserne ' 

(M 53/Y yoin ® to a w°ods-camp near JAEVEtTITZ 

5. About four hundred troops, wearing crossed-gun barrel Insignia 
and wing-shell insignia, were quartered in the Neue Kaserne on 

1 July 1949. #« Some antiaircraft guns were seen in the kaserne 
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C o mment ; 

°3^ er , information, the 156th Gds Hv Tank S.P Regt of 
the Third Shock army is assumed, to be located in BURG fAlte 
aaseme). It was confirmed there l L in ^-pril 1949,, 
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**?' lfc ha3 not been substantiated, it la considered 

possible that component units of the refluent may have been 
i-ransferretr to JAEVEKIXZ (Lctzllnf’ Heath) In late I I 

for- maneuvers. 1 1 
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to be quartered in this kaserno. a3Sumed 
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